ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 
DATE 
OFFICER 1 
OFFICER 2 


3 

06-25-2015 
Tesh #134 
Mooney #124 


SUPERVISOR’ Reyes 


1200/12 
20 


1230/12 
50 


1300/13 
30 


1330/13 
40 


1400/14 
10 


1410/14 
25 


1430/14 
40 


1445/14 
55 


1510/15 
40 
1540/15 
50 


1615/16 
45 


BID office - briefing - start of watch 


Business check - 1810 Cahuenga - 7/11 Store - checked 
with Marlene - no problems to report 


Extra patrol - Hollywood area - checked n/s alleys for 
transient activity - no problems to report 


Contact - Bronson & Hollywood - contacted two (2) transients 
sitting on the sidewalk - blocking pedestrian traffic - subject 
were advised and sent on their way 


Contact - 6600 Hollywood - contacted three (3) transients 
sitting on the sidewalk - blocking pedestrian traffic - subjects 
were advised and sent on their way 


Assist - 1600 Cahuenga - Eaca Alley - assisted FB 5 ona 
radio call two (2) subjects in the alley refusing to leave - FB 5 
to handle 


Business check - Sunset & Vine - Chase Bank - checked with 
branch manager (David) no problems to report 


Business check - 6500 Hollywood - Metro PC - checked with 
Frank - no problems to report 


Assist / Code 5 - Gordon & Selma - assist FB5 in the area of 
their code 5 watching possible drinking in public - subjects left 
the area without incident 


Business check - Bronson & Sunset - Studio parking lot - 
checked with attendant (Carlos) no problems to report 


Code 7 - Ihop - Orange & Sunset 
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Extra patrol - Sunset area - checked n/s alleys for transient 
activity - no problems to report 


BID office - patrol log 
Radio call - 6661 Hollywood - r/p reports three (3) transients 
sitting in front of the business location - subjects were advised 


and sent on their way 


Business check - 6650 Hollywood - Hollywood Electronics - 
checked with store owner - no problems to report 


BID office - patrol log 
Return vehicle to 6" floor parking structure checking each 
floor for transient activity - no problems to report 


End of watch 
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